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SAINT MARY’S ANGLICAN CHURCH 


Windsor, Ontario, Canada 
The original church was built in 1869 by Hiram 
Walker and named after his wife, Mary. The 
present church was dedicated in 1904, by the 
sons of Hiram Walker as a memorial to their 
parents. 


With the holiday season now but 
a pleasant memory St. Mary’s 
Church sends this invitation for 
your early and continued partici- 
pation in the programme of 
Services and Activities beginning 
this week. 


SUNDAY MORNING SERVICES 
eo: 9:30 and: 11, 
EVENSONG at 7. 


Sunday School, for all ages, at 
Ora), 


Extra Classes, 8 years and under, 


at Ll 
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